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The Church of St. James, Kilmacolm, dates from 1904 
and replaced a building which was inadequate for 
Mr. Paterson’s congregation. The new Gothic church 
cost nearly ,£15,000. Its tower is a copy of the famous 
Dundee Tower referred to by Emerson. 
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